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DDA 76-5352 

2 9 OCT 1976 


MEMORANDUM FOR: Inspector General 


FROM 


SUBJECT 


REFERENCE 


John F. Blake . 

Deputy Director for Administration 

Audit/Inspection Review 

Memo dtd 19 Oct 76 to DDA fr IG, 

subj : Designation of Headquarters 

Activity for Testing Concept of 
Combined Audit/ Inspection Review 


John : 

I agree with your concept of combining audits 
and inspections and I also agree that we should post- 
pone the audit of component conducted training until 
a later date. When you decide to resume this review, 
please let me know and we can provide you the name of 
an individual who will assist you in this undertaking. 


John F. Blake 
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